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acetic acid action alco alcohol and ether alcoholic potassa alcoholic solution aldehyde alkalies ammonia ammonium amorphous anilin aqueous solution atoms barium bases benzene benzoic acid boiling point bromine calcium carbonic anhydride caustic potassa chromic acid Cloth cold water color Colorless liquid colorless needles colorless prisms combines compounds concentrated sulphuric acid contained converted crystalline crystals cyanide decomposed decomposition difficultly soluble dilute sulphuric acid dissolved distillation easily in hot easily soluble ethylamine ethylene evaporated fusing point hot water hydriodic acid hydro hydrocarbons hydrochloric acid hydroxide insoluble iodine isomeric laminae lustre lustrous mass mixed mixture molecule nitrate nitric acid obtained odor oxalic acid phenol powder precipitate prepared produced readily rhombic slightly soluble small quantity sodium sodium-amalgam solu soluble in alcohol soluble in cold soluble in hot soluble in water specific gravity sublimes substance substitution-products sugar sulphuric acid tion treated urea volatile water and alcohol water of crystallization yellow yields zinc
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